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SPECIAL PARTS LIST FOR fJlODEL_ jc=s_SPEC_ AX _ 

FOR STANDARD PARTS REFER TO CATALOG 967-046 2 _ KEY NO._£ 


OPTIONAL groups in catalog are listed by group no below when used. 


PART NO QTY. DESCRIPTION PART NO QTY. DESCRIPTION 
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St and., r. Made ! 

Mote: This I’nit is Equipped With Optional 
; irl uretor Air Heater 

103-02? 1 Cover Assembly* Gear 

150-11.? 4 # L S t ud, Gove mo r Ad jus t mg 

134-1785 i Cover, Cylinder Air Housing 

502-GW»5 l, 2-llbov, Street - Carburetor 

Fuel Ialet 
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SPECIAL PARTS LIST FOR MODEL _ JC-MS _ SPEC _IY_ 

FOR STANDARD PARTS REFER TO CATALOG ___ 2 M.-QA 62 .____ KEY NO. _ £ 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

[PART NO. QTY. DESCRIPTION PART NO. QTY, DESCRIPTION 

-f---r-r-1- 


Standard Model 

»ote: This Unit Is Equipped With Optional 
Carburetor Air Heater 


Cffc *) AA l/\ 

)Ui-UU4U 

1 

L 

Elbow, Street - Fuel ?un.p 
Inlet 

504 - 000 ? 

1 

Valve, Shut-Off - Fuel Putnp 
Inlet 

106-0195 

1 

Bracket, Starter Solenolo 

107 - 1031 

j 

Solenoid, Starter 

103-0277 

1 

Cover Assembly, Gear 

150-119V 

1 

Stusl, G% verttor Adi ^ t ing 

130-1110 

1 

Bracket Asseably, Governor 

139-1783 

1 

Cover, Cylinder Air Housing 

1 > 4-1178 

1 

Grille, Blower Housing 

> 17-0108 

7 

Plug. Blower Housing - 
Plastic (1-1/16") 

NT-0237 

4 

Plug, Spark 

167-1596 

3 

Cable, Spark Plug ( 15 **) 

16-1595 

1 

Cable. Spent Plug (25") 

1.67-1.426 

1 

Cable, Coil To Distributor 

302-0281 

2 

Connector, Inverted Male - 
Oil Line To Cylinder Head 


Mr-~h 1. 1979 
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SPECIAL PARTS LIST FOR MODEL _ JC-MS _ SPEC _ 28s _ 

FOR STANDARD PARTS REFER TO CATALOG 96 7-0462 KEY NO. _ c 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. OTY. DESCRIPTION 

- 1 - 1 —|-,- 


Variable Speed Governor Control - Two Spring 
(1,200 To 2,400 RPM) 

Carburetor Air Heater 


191-0165 

1 

Bracket, Starter Motor 
Support 

150-1199 

1 

Stud, Governor Adjusting 

1 34-1357 

1 

Housing, Blower 

114-1785 

1 

Cover, Cylinder Air Housing 

167-1596 

3 

Cable, Spark Plug (15") 

167-1595 

1 

Cable, Spark Plug (25") 

167-1426 

i 

Cable, Coil To Distributor 

312-0058 

1 

Condenser (.10 Mfd.) 


March 1 


1 Q7Q 


1 


1 




SPECIAL PARTS LIST FOR MODEL _ JC-MS _ SPEC 281 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _ c. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY DESCRIPTION 

-,--1-T- 

Variable Speed Governor Control - Two Spring 
(1,200 To 2,400 RPM) 

Carburetor Air Heater 


105-0277 

1 

Cover Assembly, Gear 

i i i oa 

*VW— A 

1 

Stud, Governor Adjusting 

134-1785 

1 

Cover, Cylinder Air Housing 

134-1178 

1 

Grille, Blower Housing 

517-3108 

2 

Plug, Blower Housing - 



Plastic {1-1/16”) 

167-1596 

3 

Cable, Spark Plug {15”) 

167-1595 

1 

Cable, Spark Plug (25") 

167-1426 

l 

Cable, Coil To Distributor 

191-0 365 

1 

Bracket, Starter Motor 



Support 

134-1357 

% 

1 

Housing, Blower 

3I2-OU58 

1 

Condenser (.10 Mfd.) 


Ma rrh 1 


1Q7Q 
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SPECIAL PARTS LIST FOP MODEL _ JB-ms _ SPEC 19 18T 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. CITY. DESCRIPTION 

- 1 -- 1 -!- 

Variable Speed Governor Control - Two Spring 
<1,200 To 2,400 RPH) 

Charging Alternator (12 Volt) 

Starter Solenoid 

309—0196 1 Bracket, Starter Solenoid 

191-0918 1 Stator AsseaMy, Alternator 

(Refer To Optional Stator 
Asseablv For Cooponents) 

in^nnikd i - ia yf j \ 

J**" W7 7 A \» AU TlZu.I 

*04-0060 1 Restor. Fixed <1-/2 Oho, 

25 Watt) 

304-0292 1 Insulator, Fixed Resistor 

104-0014 2 Washer, Centering - Fixed 

Resistor 

134-2242 1 Housing. Bloaer 

134-1178 1 Grill i, Blowsr Housing 

317-0108 1 Plug, Grille - Plastic 

(1-1/16*) 


March 1. 1Q79 




SPECIAL PARTS LIST FOR MODEL _ JC-MS _ SPEC _ 1918V _ 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _£ 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO 

QTY. DESCRIPTION 

PART NO. QTY. 

DESCRIPTION 

Variable 

-1--- 

Speed Governor Control - Two Spring 

1 ! 


(1,200 

To 2, 

400 RPM) 



Carburetor Air 

Heater 



Charging 

Alternator (12 Volt) 



502-0020 

I 

Elbow, Street - Fuel Pump 





Inlet 



504-0007 

1 

Valve, Shut-Off - Fuel Pump 





Inlet 



306-0195 

i 

Bracket, Starter Solenoid 



r**.. 

o 

i 

h* 

a 

i 

Solenoid, Starter 



150-1199 

i 

Stud, Governor Adjusting 



134-1785 

i 

Cover, Cylinder Air Housing 



134-1178 

i 

Grille, Blower Housing 



317-0108 

2 

Plug, Blower Housing - 





Plastic (1-1/16") 



167-1596 

3 

Cable, Spark Plug (15") 



167-1595 

1 

Cable, Spark Plug (25") 



167-1426 

% 

JL 

Cable, Coil To distributor 



134-2253 

1 

Housing. Blower 




SPECIAL PARTS LIST FOR MODEL _ JC-ms _ SPEC _ 1971V 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _ c 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO 

QTY. DESCRIPTION 

PART NO. QTY. 

DESCRIPTION 

Variable 

-1- 

Speed Governor ControL - Two Spring 

i i 


U.:oo 

To 2, 

400 RPM) ; 



Carburetor Air 

Heater 



Charging 

Alternator (12 Volt) 



so2-0020 

1 

Elbow, Street - Fuel Pimp 





Inlet 



.504-0007 

1 

Valve, Shut-Off - Fuel Pump 





Inlet 



195 

1 

Bracket, Starter Solenoid 



30 7-0 36 7 

1 

Solenoid, Starter 



150-1199 

I 

Stud, Governor Adjusting 



134-1783 

1 

Cover, Cylinder Air Housing 



134-1178 

1 

Grille, Blower Housing 



317-0108 

2 

Plug, Blower housing - 





Plastic (1-1/16") 



167-1396 

3 

Cable, Spark Plug (13") 



167-1593 

1 

Cable. Spark Plug (23") 



167-1426 

1 

Cable, Coil To Distributor 



134-2233 

i 

dousing. Blower 




Marrh 1 1Q7Q 
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MODEL_ JCM -MF _SPEC 207SS _ 

SUPPLEMENTARY PARTS UST 900- 43 (per above model and spec. ) 
Parts listed below apply to the above model. Use these parts in 
place of ( or in addition to ) the parts listed for Parts JC-MF 
Quantity Used Column £ in the standard Parts Catalog No. 967-462 

PART NO. OUAN. DESCRIPTION _ 


161D246 


110A1888 

1028676 

102BSS8 

509-112 

112A104 

112A68 

114C182 

114A91 

114A18] 

122B193 

SOS-8 

S02-9 7 

502-20 

309A169 

SOS- 7 

S02-S4 

191A443 


103C370 

S09BI11 

150A921 

167-199 

167B1432 

16781433 

134C13S7 

134B1499 

309A206 




Rockford Clutch Group, Variable Speed (2 Spring) 

Governor, Air Discharge Shutter Assy, and Carburetor 
| Air Heater Kit are optional parts covered in nain 
i parts catalog. 

i 

| Magneto - For ordering parts for the eagneto refer to 
\ the Fairbanks Morse Parts List at the end of this sup¬ 
plement and order from Fairbanks Morse. Fairbanks 
i Morse Part No. is FMX2E4869A. 

I 

| Block Assy., Cylinder - Includes Bearings 
i Base, Oil 
j Heater, Oil Base 
Seal, Oil - Crankshaft Rear 
Piston and Pin - Includes Retaining Rings 
Ring, Retaining Pin 
Rod Assy., Connecting 
Bushing, Piston Pin, Connecting Rod 
! Bearing Half, Connecting Rod 
tFilter, Oil 

Plug - Slotted Head, Oil Filter Adapter 
Connector - Oil Filter Adapter Tee to Cylinder Head 
. Oil Line 

-Tee - Oil Filter Adapter to LOPKD Switch 

Elbow - Oil Filter Adapter Tee to LOP KG Switch 
Switch, Low Oil Pressure Cut-Off 

Bushing - Reducer - Oil Pressure Gauge to Adapter Elbow 
Elbow - Oil Filter Adapter to Oil Pressure Gauge Bushing 
i Motor, Start (For Component parts contact your nearest 
Prestolite dealer giving the Prestolite number of start¬ 
er motor.) 

] Cover Assy., Gear - Complete 
jSeal, Oil - Gear Cover 
1 Spring, Governor Control 
> Plug, Spark 

| Cable, Spark Plug - Short 
Cable, Spark Plug - Long 
jHousing, Blower 

j Pan, Cylinder Air Housing (Bottom) 

Switch, High Air Temperature 
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MODEL JCM-MF SPEC_ 207J>S_ 

SUPPLEMENTARY PARTS LIST 900- 43 (per above model and spec.) 
Parts listed below apply to the above model. Use these parts in 
place of ( or in addition to ) the parts listed for Parts JC-MF 
Quantity Used Column C in the standard Parts Catalog No. 967-462 


PART NO. 

[OUAN. 

DESCRIPTION 

309A195 

1 

Bracket, High Air Teeperature Switch 

SC8A126 

2 i 

Masher, High Air Temperature Switch insulating 

508A127 

i * ! 

Bushing, High Air Temperature Switch Insulating 

tt?A«7A 

I ! 

Terminal, High Air Temperature Switch 

15SB824 

1 

Muffler 

505-220 

1 

Nipple, Muffler 

193B107 

j 1 1 

Gouge, Oil Pressure 

193P189 

1 

Resistor, Oil Pressure Gauge 

193A108 

* 1 

Sender, Oil Pressure 

308-198 

i i 1 

Switch, Start 

308-S 


Switch, Low Oil Pressure Cut-Off Selector 

152P183 

• l 

Throttle Assy., Manual 


;i 


f 

i 
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i 1 

i ; 
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Magneto Parts 
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End cap 


1C CIS 4«* 
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1 

End cap 

jj' 

1* 332 4JW> 

FI43CA 














- 

Ena cap 

34 

10 CIO ■:.»> 

A 7 W0( 
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Guide block 

r. 

J© 3 i»# •MUD 1 

A50CA 














- 

End cap cover 

jw; 

1© ©13 23c 

AfCW.’J 














1 

L*xi cap cover 

j7 

1© b*R *‘X- 

ss-u 














3 

Cover acreu . s-32 x 1 ‘2 

3* 

1C Cv'v * -9 

«s*..y 


1 












1 

Cover acre*. 6-32 x 3/t 


1C 0*0 1.-2 

1C-2A 














1 

End cap cover casket 

4V 

i 1C wt ©*9 

1124 741 














- 

Distributor block 

41 

1C ©31C.*0 

K2474E 














1 

Distributor block 

42 

1C Vie ©44 

I12474EX 














- 

Distributor block 

43 

! 1C 1*2 43- 

1.213* 














• 

End cap casket 

44 

It* Oil *•-! 

L2J74I. 














~ 
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4 > 

it* <•;•• i«.» 

c..*;7lLX 














- 

Distributor block 

40 

J© v.* < 

1 *»-3l* 














1 

Lead rod 

4t 

It 1 * iOp 

}.. :*.< li 














i 

Brush and spring 

4 fc 

Jlf 41 |i* 7 i*» 

X27*.. 














1 

DistritHit«»r rotor 
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J(.l O {(. 7 5'* 

X27*..X 














- 

l)i'U ibulor rut>>r 

itt 

’H* out* *. 

A27*.*. 


i 












1 

Hol**r spring clip 
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\agncto Parts List 



Port Number 

Port 

Number 

10 1 . . P3*.t 

t 

g.!t3:> 



Description 


Jti *» i O I 

Ut v • : 
IP *mhi * 
In on;j ' 
lit u1J • 
Hi 07 1 ■ 

1 . i‘ii 
H> i t.: 

to ooo ; 
10 lol 
to 131 
JO !*>'. ' 
10 IK 
10 14 . ! 
10 Old ' 
10 OKI . 
10 014 i 
W 41J 
10 010 
10 072 
10 02 .. ! 
10 001 ! 
10 011 l 
10 05*2 
10 042 
10 00 4 * 
10 011 
10 010 : 
10 041 
10 OO P 
10 000 1 
10 on 
lo oar, 
10 Oil 
10 010 
10 013 
10 010 
10 022 
10 302 
10 001 
| A fwil 

10 ‘Ml 
10 201 
10 OKI 

10 013 

10 on 
10 011 
10 001 
10 001 
10 3G2 
10 003 
10 013 
10 003 
10 003 
10 003 
10 003 


Q'.'r 
l)V< >iii‘ 
>S.G 
rxi-iai 
XV 11.31 
(.14 O' 
TS24''(I 
II T2 t*Ht 
3K 1 

lUloMl 

UilOMl 

C >1H5» 

A2492C 

DV.U3.A 

E2493 

SXY2433 

8SVNA 

A2437A 

A2437AX 

G2788 

B.9«» 

8SBF 

0S6Z 

D2313A 

084.18 

f.SKU 

C149SG 

q:,3.2 

Dll On 

8S8D 

GSG X 

A 1232 

AG032A 

111077 

AGO 18 X 

A39G9 

A1 1GGX 

A2733A 

fXtrllC 

S2.114 

C2513A 

C4373 

V1493 

GW2.114 

HW2.114 

E2.113A 

F4373 

GS41’ 

BG120 

R2477C 

KS2177C 

HT2421 

QW242-1 

WW2121 

XW242.1 

TZ242 , 


Shalt and yur 

Slialt and gear 

Distributor hearing 

SiipiKirt sc row. *-32 x 3/8 

Bearing support 

Hearing support 

Shalt snap ring 

Kotor 

Kotor 

Key 

Bearing snap ring 

Shalt sriap ring 

Drive end liearing 

Grease retaining washer - inner 

Cam end bearing 

Grease retainint; washer - outer 

Condenser 

Condenser screw. 8-32 x 3/1G 
Point set 
Point set 
Cam wick 

Support screw washer, 1*8 
Support screw. 8-32 x 3/8 
Terminal screw. G-32 x 3/s 
Ground spring 
Support screw washer, »G 
Support screw, G-32 x 3/* 

Fulcrum pin snap ring 
Kotor gear 
Gear snap ring 
Block screw. 8-32 x 1/2 
Cover screw. G-32 x 3/S 
Vent cover - end cap 
Vent screen - end cap 
Switch ferrule 
insulating washer 
Switch terminal 
Switch insulator 
Switch nut 
Switch complete 

Primary ground to contact support 

Ground spring 

Ground bushing 

Switch snap ring 

Nut and plunger assembly 

Nut and plunger assembly 

Ground spring 

Ground busiting 

Clip screw, G-32 x 1/4 

Coil clip 

Coil 

Coil 

Housing 

Housing 

Housing 

Housing 

Housing 










X4-92 


Magneto Harts 


Rcl 

llo 


Pot* Numbct 


PoH 

Nombct 


Lilt 4* 




JL 


»' H 


f« 

*.*•« 

■ «* 


Dtutipiioit 


10 ' 

I loo 
i 10 
111 
112 
113 
111 
11> 
nr. 
in 
118 

119 

120 
121 
122 

123 

124 
123 
126 

127 

128 

129 

130 

131 

132 

133 

134 
133 

136 

137 

138 

139 

140 

141 

142 

143 


!u ojo ’.i.’iu 
10 oio 193 
10 011 Hf.7 
10 011 "63 
10 011 870 
10 Oil 081 
10 001 818 
10 004 099 
10 003 364 
10 172 368 
10 112 492 
10 073 861 
10 012 492 
10 172 362 
10 372 558 
10 382 360 
13 312 362 
10 322 564 
13 652 564 
10 013 586 
10 001 360 
10 013 242 
10 013 343 
10 132 363 
10 172 563 
10 042 365 
10 052 565 
10 133 957 
10 235 937 
10 295 937 
15 625 957 
10 013 463 
10 012 572 
10 122 570 
10 011 781 
10 011 740 


3 ISM IA 
A 195 
1)193 
K193 
M 193 
eta* 

o s 

6S4U 

BG030A 

CO032n 

S23GS 

A2492C 

G3861 

A2492A 

S2.363C 

BS2563C 

PC23G3C 

BW2563C 

YW2563C 

UZ25G3C 

A149SJ 

Q256G 

S59C3 

T5963 

Q2563 

S2563 

02565 

E25C5 

N5937 

Y5957 

EX3937 

QY5937 

TZ5957 

F2572 

M2570 

B593IB 

U2570 


a.ntimH *1 Irtim Page §* 
t 


2 

2 

2 

1 

1 

1 

1 


1 



1 

1 

1 


On! H'Sur.t 3/16-24 x 7 ~ 

Naim |.i «u 

Nanu pluti 

Name plate 

Name |>laU 

Name plate 

Cover screw, c-32 x 1/4 
Vent cover - housing 
Vent screen - housing 
Pawl stop pin 
Seal inner washer 
Shaft seal 
Seal outer washer 
Coupling complete 
Coupling complete 
Coupling complete 
Coupling complete 
Coupling complete 
Coupling complete 
Pawl lock spring 
Coupling pawl 
Pawi spring 
Pawl spring 
Huh assembly 
Hub assembly 
Coupling spring 
Coupling spring 
Coupling shell 
Coupling shell 
Coupling shell 
Coupling shell 
Coupling shell 
Gear bushing 
Coupling nut 
Coupling nut washer 
Coupling nut 


Parts with numbers ending in "X" are fungus treated. 



SPECIAL PARTS LIST FOR MODEL __ SPEC _ 2175V _ 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _£ 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. QTY. 

DESCRIPTION 

Gas-Gasoline 

— 

Fuel 

System 

i l 


Low Oil Pressure 

Cut Ofi 



Thermo-Magnetic Choke 



104-0460 

1 

Crankshaft 



190-0251 

1 

Housing, Clutch 



190-0253 

1 

Flange, Adapter - Clutch 



190-0254 

1 

Washer, Flat - Adapter Flange 



502-0020 

1 

Elbow, Street - Fuel Pump 





Inlet 



504-0007 

1 

Valve, Shut-Off - Fuel Pump 





Inlet 



306-0195 

1 

Bracket, Starter Solenoid 



307-1031 

1 

Solenoid, Starter 



103-0277 

1 

Cover Assembly, Gear 



150-1199 

1 

Stud, Governor Adjusting 



150-1110 

1 

Bracket Assembly, Governor 



160-1224 

1 

Plate, Centrifugal Switch 



309-0134 

1 

Switch, Centrifugal 



309-0140 

1 

Plunger, Centrifugal Switch 



160-0382 

1 

Diaphragm, Centrifugal Switch 



160-0720 

1 

Spacer, Control - Centrifugal 





Switch 



160-0721 

1 

Gasket, Switch Plate 



160-07' 1 *' 

1 

Control Assembly, Centrifugal 





Switch (Includes Weight 
Springs) 



160-0711 

2 

Spring, Weight - Centrifugal 





Switch Control 



160-0806 

1 

Disc, Thrust Plunger - 





Centrifugal Switch 



160-0774 

1 

Plunger, Control - Centrifugal 





Switch 



160-0773 

1 

Spring, Plunger - Centrifugal 





Switch Control 



338-0261 

1 

Harness, Wiring - Coil To 





Centrifugal Switch 



312-0058 

1 

Condenser (.1 Mfd.) 



134-1910 

1 

Cover, Cylinder Air Housing 



134-1178 

1 

Grille, Blower Housing 



517-0108 

2 

Plug, Blower Housing - 





Plastic (1-1/16") 



167-0237 

4 

Plug, Spark 



167-1596 

3 

Cable, Spark Plug (15") 



167-1595 

1 

Cable, Spark Plug (25") 



167-1426 

1 

Cable, Coil To Distributor 



331-0088 

1 

Bushing, Housing - Gas Fuel 





Line 






i n in 


SPECIAL PARTS LIST FOR MODEL _ JCM -MS _ SPEC _ __22MiZ- 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 _ KEY NO. —C 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO 

QTY. 

DESCRIPTION 

PART NO. 

QTY. 

DESCRIPTION 

- r - - 

Air Discharge Shutter 

i 

191-0713 

1 

1 

//Armature 

Variable 

Speed Governor Control - Two Spring 

191-0432 

1 

//Clutch 

(1,200 

To 2,4iD0 RPM) 

191-1023 

1 

//Head Assembly, Commutator 

High Air 

Temperature Cut Off 



End 

Low Oil Pressure 

n . r^. C f~ 

LiUL Utl 

191-1043 

1 

//Coil Package, Field 




191-1042 

1 

//Plate Assembly, Brush 

110-1888 

1 

Block Assembly, Cylinder 

191-1020 

1 

//Spring Set, Brush 



(Refer To Standard 



(Set Of 4) 



Cylinder Block For 

191-1026 

1 

//Connector Package 



Components, Except Rear 

191-0497 

1 

//Bearing, Drive End 



Bearing Plate) 

191-1027 

1 

//Spring, Plunger 

101-0376 

1 

Plate, Bearing - Rear 

191-1028 

1 

//Core Assembly, Moving 

509-0112 

1 

Seal, Oil - Rear Bearing 

191-0715 

1 

//Switch, Solenoid 



Plate * 

191-1029 

1 

//Yoke Package 

104-0460 

1 

Crankshaft t. 

191-1030 

1 

//Stop And Lock Ring Packagi 

114-0182 

4 

Rod Assembly, Connecting 



Pinion 



(Includes Piston Pin 

191-1031 

1 

//Thrust Washer Package, 



Bushing) 



Armature 

114-0091 

4 

Bushing, Piston Pin 

191-0714 

1 

//Brush Set 

112-0104 

4 

Piston And Pin (Includes 

191-1032 

1 

//Yoke 



Retaining Rings) 

309-0206 

1 

Switch, High Air Temperati 

112-0067 

4 

Pin, Piston 

150-1199 

1 

Stud, Governor Adjusting 

112-0068 

8 

Ring, Retaining - Piston Pin 

134-1357 

1 

Housing, Blowe r 

102-0676 

1 

Base, Oil 

134-1499 

1 

Pan, Cylinder Air Housing 

103-0370 

1 

Cover Assembly, Gear (Refer 



Bottom 



To Standard Gear Cover For 

134-1794 

1 

Cover, Cylinder Air Housii 



Components, Except Parts 

517-0108 

2 

Plug, Blower Housing - 



Marked *) 



Plastic (1-1/16") 

509-0111 

1 

*Seal, Oil - Crankshaft 

134-1178 

1 

Grille, Blower Housing 

502-0281 

2 

Connector, Inverted Male - 

134-1508 

1 

Panel, Start Switch 



Oil Line To Cylinder Head 




122-0193 

1 

Filter, Oil 




149-0638 

1 

Plate, Fuel Pump Hole 




502-0423 

1 

Elbow, Compression - 






Carburetor Fuel Inlet (90°) 




167-0199 

4 

Plug, Spark 




167-1432 

2 

Cable, Spark Plug (Short) 




167-1433 

2 

Cable, Spark Plug (Long) 




308-0198 

1 

Switch, Start 




161-0246 

1 

Magneto, Ignition (Fairbanks 






Morse), (Refer To Model 
JCM-MF/2073S Special List 
For Component Parts) 




160-0674 

1 

Gear, Magneto Drive 




191-0443 

1 

Motor, Starting (Includes 






Parts Marked //) 






SPECIAL PARTS LIST FOR MODEL _ JC-m _ SPEC _2305V_ 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _c. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION 


Gas Fuel System 

Charging Alternator (12 Volt) 

502- 0281 2 Connector, Inverted Male - 

Oil Line To Cylinder Head 

306- 0195 1 Bracket, Starter Solenoid 

307- 1031 1 Solenoid, Starter 

150-1199 1 Stud, Governor Adjusting 

150-1110 1 Bracket Assembly, Governor 

134-1910 1 Cover, Cylinder Air Housing 

134-1178 1 Grille, Blower Housing 

517-0108 2 Plug, Blower Housing - 

Plastic (1-1/16") 

167-1596 3 Cable, Spark Plug (15") 

167-1595 1 Cable, Spark Plug (25") 

167-1426 1 Cable, Coil To Distributor 

134-2255 1 Housing, Blower 

503- 0446 1 Clamp, Hose - Fuel 

331-0103 1 Bushing, Snap - Fuel Hose 

( 1 ") 


PART NO. QTY. 


DESCRIPTION 



SPECIAL PARTS LIST FOR MODEL JC-MS _ SPEC _2328S_ 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _ 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Variable Speed Governor Control - Two Spring 
(1,200 To 2,400 RPM) 

Charging Alternator (12 Volt) 

Air Outlet Duct 
Carbureter Air Heater 


502-0020 

504-0007 

306- 0195 

307- 0367 
150-1199 
134-1785 
134-1178 
517-0108 

167-1596 

167-1595 

167-1426 

322-0090 

322-0092 

322-0081 

305-0144 

508-0031 


1 Elbow, Street - Fuel Pump 

Inlet 

1 Valve, Shut-Off - Fuel Pump 

Inlet 

1 Bracket, Starter Solenoid 

1 Solenoid, Starter 

1 Stud, Governor Adjusting 

1 Cover, Cylinder Air Housing 

1 Grille, Blower Housing 

2 Plug, Blower Housing - 

Plastic (1-1/16") 

3 Cable, Spark Plug (15") 

1 Cable, Spark Plug (25") 

1 Cable, Coil To Distributor 

1 Fixture, Lamp (Red) 

1 Socket, Lamp 

1 Lamp, Pilot 

2 Spacer, Panel - Brass (1/4") 

2 Grommet, Rubber - Control 

Panel (11/32" Hole) 

1 Switch, Ignition 

1 Switch, Start 

1 Housing, Blower 



308-0007 

308-0198 

134-1371 


SPECIAL PARTS LIST FOR MODEL _ J»mf _ SPEC _ 2389W 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _£ 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


QTY. 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTION 


Gas Fuel System 
High Air Temperature Cut Off 
Solenoid Shift Starter 
Charging Alternator (12 Volt) 

102-0482 1 Base, Oil 

104-0460 1 Crankshaft 

309-0177 1 Switch, Low Oil Pressure 

190-0251 1 Housing, Clutch 

190-0253 1 Flange, Adapter - Clutch 

190-0254 1 Washer, Flat - Adapter Flange 

150-1199 1 Stud, Governor Adjusting 

150-1110 1 Bracket Assembly, Governor 

134-1785 1 Cover, Cylinder Air Housing 

134-1178 1 Grille, Blower Housing 

517-0108 2 Plug, Blower Housing - 

Plastic (1-1/16") 

167-1596 3 Cable, Spark Plug (15") 

167-1595 1 Cable, Spark Plug (25") 

167-1426 1 Cable, Coil To Distributor 

134-2255 1 Housing, Blower 

134-2256 1 Housing, Cylinder Air - Rear 

308-0007 1 Switch, Ignition 

308-0198 1 Switch, Start 

332-0592 1 Jumper, Terminal - Start 

Switch 





SPECIAL PARTS LIST FOR MODEL _ J£=MS. - SPEC - 2422Y - 

FOR STANDARD PARTS REFER TO CATALOG 967-0 462 _ KEY NO. - Q. 

OPTIONAL GROUPS IN CATALOG ARE LI STED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Charging Alternator (12 Volt) 
Carburetor Air Heater 


502-0020 

504-0007 

306- 0195 

307- 1031 
150-1199 
150-1110 
134-1785 
134-1178 
517-0108 

167-1596 

167-1595 

167-1426 

134-2255 

134-2256 

308- 0007 
308-0198 
332-1043 

517-0021 

517-0045 


1 Elbow, Street - Fuel Pump 

Inlet 

1 Valve, Shut-Off — Fuel Pump 
Inlet 

1 Bracket, Starter Solenoid 

1 Solenoid, Starter 

1 Stud, Governor Adjusting 

1 Bracket Assembly, Governor 
1 Cover, Cylinder Air Housing 

1 Grille, Blower housing 

2 Plug, Blower Housing - 

Plastic (1-1/16”) 

3 Cable, Spark Plug (15") 

1 Cable, Spark Plug (25") 

1 Cable, Coil To Distributor 
1 Housing, Blower 

1 Housing, Cylinder Air - Rear 

1 Switch, Ignition 

1 Switch, Start 

1 Jumper, Terminal - Start 

Switch 

1 Plug, Dot Button - Housing 

(7/8" Hole) 

2 Plug, Dot Button - Housing 

(9/32" Hole) 




10 70 


1 


_ M 


'I 



SPECIAL PARTS LIST FOR MODEL 


JC-MS- 


SPEC 


2423V 


FOR STANDARD PARTS REFER TO CATALOG. 


967-0462 


KEY NO. 


GPTiONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


QTY. 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTION 


High Air Temperature Cut Off 
Charging Alternator (12 Volt) 
Carburetor Air Heater 


502-0020 

504-0007 

306- 0195 

307- 1031 
150-1199 
150-1110 
134-1785 
134-1178 
517-0108 

167-1596 

167-1595 

167-1426 

134-2255 

134-2256 

308- 0007 

308- 0198 
332-1043 

517-0021 

517-0045 

309- 0177 


1 Elbow, Street - Fuel Pump 
Inlet 

1 Valve, Shut-Off - Fuel Pump 
Inlet 

1 Bracket, Starter Solenoid 
1 Solenoid, Starter 

1 Stud, Governor Adjusting 
1 Bracket Assembly, Governor 
1 Cover, Cylinder Air Housing 

1 Grille, Blower Housing 

2 Plug, Blower Housing - 

Plastic (1-1/16") 

3 Cable, Spark Plug (15") 

1 Cable, Spark Plug (25") 

1 Cable, Coil To Distributor 
1 Housing, Blower 

1 Housing, Cylinder Air - Rear 

1 Switch, Ignition 

1 Switch, Start 

1 Jumper, Terminal - Start 
Switch 

1 Plug, Dot Button - Housing 
(7/8" Hole) 

1 Plug, Dot Button - Housing 
(9/32" Hole) 

1 Switch, Low Oil Pressure 



SPECIAL PARTS LIST FOR MODEL 


JC-MF 


SPEC 


2431V 


FOR STANDARD PARTS REFER TO CATALOG 967-0462 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 



Gas-Gasoline Fuel System 
Thermo-Magnetic Choke 
Charging Alternator 

104-0460 1 Crankshaft 

309-0177 1 Switch, Low Oil Pressure 

191-0918 1 Stator Assembly (Refer To 

Optional Stator Assembly 
For Components) 

190-0251 1 Housing, Clutch 

190-0252 1 Flange, Adapter - Clutch 

190-0254 1 Washer, Flat - Adapter Flange 

502-0020 1 Elbow, Street - Fuel Pump 

Inlet 

504-0007 1 Valve, Shut-Off - Fuel Pump 

Inlet 

306- 0195 1 Bracket, Starter Solenoid 

307- 1031 1 Solenoid, Starter 

150-1199 1 Stud, Governor Adjusting 

150-1110 1 Bracket Assembly, Governor 

134-1785 1 Cover, Cylinder Air Housing 

134-1178 1 Grille, Blower Housing 

517-0108 2 Plug, Blower Housing - 

Plastic (1-1/16") 

167-1596 3 Cable, Spark Plug (15") 

167-1595 1 Cable, Spark Plug (25") 

167-1426 1 Cable, Coil To Distributor 

134-2255 1 Housing, Blower 

134-2256 1 Housing, Cylinder Air - Rear 

308- 0007 1 Switch, Ignition 

308-0198 1 Switch, Start 

332-1043 1 Jumper, Terminal - Start 

Switch 

517-0021 1 Plug, Dot Button - Housing 

(7/8" Hole) 

517-0045 1 Plug, Dot Button - Housing 

(9/32" Hole) 



SPECIAL PARTS LIST FOR MODEL _ JC-MS _ SPEC _ 2450V 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. . 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


QTY. 


DESCRIPTION 


PART NO. 


QTY. 


DESCRIPTION 


Variable Speed Governor Control 
(1,200 To 2,500 RPM) 

Charging Alternator (12 Volt) 
Carburetor Air Heater 


- Two Spring 


502-0020 

504-0007 

306- 0195 

307- 1031 
150-1199 
150-1110 
134-1785 
134-1178 
517-0108 

167-1596 

167-1595 

167-1426 

134-2253 

134-2256 

308- 0007 
308-0198 
332-1043 

517-0021 

517-0045 


Elbow, Street - Fuel Pump 
Inlet 

Valve, Shut-Off - Fuel Pump 
Inlet 

Bracket, Starter Solenoid 
Solenoid, Starter 
Stud, Governor Adjusting 
Bracket Assembly, Governor 
Cover, Cylinder Air Housing 
Grille, Blower Housing 
Plug, Blower Housing - 
Plastic (1-1/16") 

Cable, Spark Plug (15") 
Cable, Spark Plug (25") 
Cable, Coil To Distributor 
Housing, Blower 
Housing, Cylinder Air - Rear 
Switch, Ignition 
Switch, Start 
Jumper, Terminal - Start 
Switch 

Plug, Dot Button - Housing 
(7/8" Hole) 

Plug, Dot Button - Housing 


(9/32" Hole) 




SPECIAL PARTS LIST FOR MODEL _ JC-MF _ SPEC _ 2518V 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Variable Speed Governor Control - Two Spring 
(1,200 To 2,400 RPM) 

Twin Disc Clutch 

Charging Alternator (12 Volt) 

Carburetor Air Heater 

502-0020 1 Elbow, Street - Fuel Pump 

Inlet 

504-0007 1 Valve, Shut-Off - Fuel Pump 

Inlet 

306- 0195 1 Bracket, Starter Solenoid 

307- 1031 1 Solenoid, Starter 

150-1199 1 Stud, Governor Adjusting 

134-1785 1 Cover, Cylinder Air Housing 

134-1178 1 Grille, Blower Housing 

517-0108 2 Plug, Blower Housing - 

Plastic (1-1/16") 

167-1596 3 Cable, Spark Plug (15") 

167-1595 1 Cable, Spark Plug (25") 

167-1426 1 Cable, Coil To Distributor 

134-2253 1 Housing, Blower 

110-0879 8 Screw, Cap - Clutch Mounting 


SPECIAL PARTS LIST FOR MODEL JB-MS _ SPEC _ 258.7.T 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

-,-■—-—l-1 - " 

Variable Speed Governor Control - Two Spring 
(1,200 To 2,400 RPM) 

Charging Alternator (12 Volt) 

Starter Solenoid 

Low Oil Pressure Cut Off 

306-0196 1 Bracket, Starter Solenoid 

191-0918 1 Stator Assembly, Alternator 

(Refer To Optional Stator 
Assembly Fcr Components) 

312-0099 1 Capacitor (.10 Mfd.) 

304-0060 1 Resistor, Fixed (1.72 Ohm, 

25 Watt) 

304-0292 1 Insulator, Fixed Resistor 

304-0014 2 Washer, Centering - Fixed 

Resistor 

134-2242 1 Housing, Blower 

134-1178 1 Grille, Blower Housing 

517-0108 1 Plug, Grille - Plastic 

(1-1/16") 

134-2256 1 Housing, Cylinder Air - 

Rear 

308-0007 1 Switch, Toggle - Ignition 

308-0198 1 Switch, Start 

332-0592 1 Jumper, Start Switch 




1 Q 7Q 




SPECIAL PARTS LIST FOR MODEL _ JC-MS _ SPEC _ 2587V _ 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _Q 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

-,-|—i---1 


Variable Speed Governor Control - Two Spring 
(1,200 To 2,500 RPM) 

Charging Alternator (12 Volt) 

Carburetor Air Heater 


502-0020 

504-0007 

306- 0195 

307- 0367 
150-1199 
134-1785 
134-1178 
517-0108 

167-1596 

167-1595 

167-1426 

134-2253 

134-2256 

308- 0007 

308- 0198 
332-1043 

517-0021 

517-0045 

309- 0177 


1 Elbow, Street - Fuel Pump 

Inlet 

1 Valve, Shut-Off - Fuel Pump 

Inlet 

1 Bracket, Starter Solenoid 

1 Solenoid, Starter 

1 Stud, Governor Adjusting 

1 Cover, Cylinder Air Housing 

1 Grille, Blower Housing 

2 Plug, Blower Housing - 

Plastic (1-1/16") 

3 Cable, Spark Plug (15") 

1 Cable, Spark Plug (25") 

1 Cable, Coil To Distributor 

1 Housing, Blower 

1 Housing, Cylinder Air - Rear 

1 Switch, Ignition 

1 Switch, Start 

1 Jumper, Terminal - Start 

Switch 

1 Plug, Dot Button - Housing 

(7/8" Hole) 

1 Plug, Dot Button - Housing 

(9/32" Hole) 

1 Switch, Low Oil Pressure 


tc_l_ n 


-i r\ ta 


2604V 


SPECIAL PARTS LIST FOR MODEL _ JC-MF _ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _ 
OPTIONAL groups in catalog are lis ted by group no. below when used. _ 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

-,-1—i-1 ' 


Gas Fuel System 

Variable Speed Governor Control - Two Spring 
(1,200 To 2,400 RPM) 

Twin Disc Clutch 

Charging Alternator (12 Volt) 


110-0879 

306- 0195 

307- 0367 
150-1199 
134-1785 
134-1178 
517-0108 


167-1596 

167-1595 

167-1426 

134-2253 

134-2256 

308-0007 

308-0198 


8 Screw, Cap - Clutch Mounting 

1 Bracket, Starter Solenoid 

1 Solenoid, Starter 

1 Stud, Governor Adjusting 

1 Cover, Cylinder Air Housing 

1 Grille, Blower Housing 

2 Plug, Blower Housing - 

Plastic (1-1/16") 

3 Cable, Spark Plug (15") 

1 Cable, Spark Plug (25") 

1 Cable, Coil To Distributor 

1 Housing, Blower 

1 Housing, Cylinder Air - Rear 

1 Switch, Ignition 

1 Switch, Start 


SPECIAL PARTS LIST FOR MODEL _ JB-ms _SPEC _ 2&2 2 T .. 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTION 


High Air Temperature Cut Off 

Thermo-Magnetic Choke 

Air Outlet Duct 

Low Oil Pressure Cut Off 

Charging Alternator (12 Volt) 


120-0623 


191-0877 


312-0099 

304-0060 

304-0292 

304-0014 

134-2241 

134-1178 

517-0108 

150-1107 

134-2256 

308-0007 

308-0198 

332-1043 

517-0021 

517-0045 


Line, Oil Filter Adapter To 
Cylinder Head 

Stator Assembly, Alternator 
(Refer To Optional Stator 
Assembly For Components) 
Capacitor (.10 Mfd.) 
Resistor, Fixed (1.72 Ohm, 
25 Watt) 

Insulator, Fixed Resistor 
Washer, Centering - Fixed 
Resistor 
Housing, Blower 
Grille, Blower Housing 
Plug, Grille - Plastic 
(1-1/16") 

Bracket, Governor 
Housing, Cylinder Air - 
Rear 

Switch, Toggle - Ignition 
Switch, Start 
Jumper, Start Switch 
Plug, Dot Button - Rear 
Air Housing (7/8" Hole) 
Plug, Dot Button - Rear 
Air Housing (9/32" Hole) 


nalaH 


March 1, 1979 


RcivkpH 


Pane* 


1 


SPECIAL PARTS LIST FOR MODEL _ JC-ms _ SPEC _ 2637V 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _ 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION 


Charging Alternator (12 Volt) 

Carburetor Air Heater 

502-0020 1 Elbow, Street - Fuel Pump 

Inlet 

504-0007 1 Valve, Shut-Off - Fuel Pump 

Inlet 

306- 0195 1 Bracket, Starter Solenoid 

307- 1031 1 Solenoid, Starter 

150-1199 1 Stud, Governor Adjusting 

150-1110 1 Bracket Assembly, Governor 

134-1785 1 Cover, Cylinder Air Housing 

134-1178 1 Grille, Blower Housing 

517-0108 2 Plug, Blower Housing - 

Plastic (1-1/16") 

167-1596 3 Cable, Spark Plug (15") 

167-1595 1 Cable, Spark Plug (25") 

167-1426 1 Cable, Coil To Distributor 

134-2255 1 Housing, Blower 

134-2256 1 Housing, Cylinder Air - Rear 

308- 0007 1 Switch, Ignition 

308- 0198 1 Switch, Start 

332-1043 1 Jumper, Terminal - Start 

Switch 

517-0021 1 Plug, Dot Button - Housing 

(7/8" Hole) 

517-0045 1 Plug, Dot Button - Housing 

(9/32" Hole) 

309- 0177 1 Switch, Low Oil Pressure 


PART NO. QTY. 


DESCRIPTION 




SPECIAL PARTS LIST FOR MODEL _ JC-ME _ SPEC _263.81- 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _ 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

--,--i—,-i - 


Gas Fuel System 

Charging Alternator (12 Volt) 

Low Oil Pressure Cut Off 


Variable Speed 

Governor Control - Two Spring 

(1,200 

To 2, 

/. no DT>M\ 
tv/w xvi- ny 

Solenoid 

Shift 

Starter 

110-1888 

1 

Block Assembly, Cylinder 

(Refer To Standard Cylinder 
Block For Components, Except 
Rear Bearing Plate) 

101-0376 

1 

Plate, Bearing - Rear 

104-0460 

1 

Crankshaft 

190-0251 

1 

Housing, Clutch 

190-0253 

1 

Flange, Adapter - Clutch 

190-0254 

1 

W; :her. Flat - Adapter Flange 

103-0370 

1 

Cover Assembly, Gear (Refer 

To Standard Gear Cover 

For Components, Except 

Parts Marked *) 

509-0111 

1 

*Seal, Oil - Crankshaft 

191-0918 

1 

Stator Assembly, Alternator 
(Refer To Optional Stator 

For Components) 

150-1199 

1 

Stud, Governor Adjusting 

191-0365 

1 

Bracket, Starter Support 

331-0103 

1 

Grommet, Fuel Hose Support 

161-0246 

1 

Magneto, Ignition (Fairbanks 
Morse), (Refer To Model 
JCM-MF/2073S Special List 

For Component Parts) 

160-0674 

I 

Gear, Magneto Drive 

167-0199 

4 

Plug, Spark 

167-1432 

2 

Cable, Spark Plug (Short) 

167-1433 

2 

Cable, Spark Plug (Long) 

134-2309 

1 

Housing, Blower 

134-1499 

1 

Pan, Cylinder Air Housing - 
Bottom 

134-2801 

1 

Cover, Cylinder Air Housing 

517-0108 

2 

Plug, Blower Housing - 
Plastic (1-1/16") 


Grille, Blower Housing 


134-1178 


1 



SPECIAL PARTS LIST FOR MODEL _ JC-MS _ SPEC _ 2691V 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Variable Speed Governor Control - Two Spring 
(1,200 To 2,400 RPM) 

Thermo-Magnetic Choke 
Charging Alternator (12 Volt) 

Carburetor Air Heater 


502-0020 

1 

Elbow, Street - Fuel Pump 
Inlet 

504-0007 

1 

. Valve, Shut-Off - Fuel Pump 
Inlet 

306-0195 

1 

Bracket, Starter Solenoid 

307-0367 

1 

Solenoid, Starter 

150-1199 

1 

Stud, Governor Adjusting 

134-1785 

1 

Cover, Cylinder Air Housing 

134-1178 

1 

Grille, Blower Housing 

517-0108 

2 

Plug, Blower Housing - 
Plastic (1-1/16") 

167-1596 

3 

Cable, Spark Plug (15") 

167-1595 

1 

Cable, Spark Plug (25") 

167-1426 

1 

Cable, Coil To Distributor 

134-2253 

1 

Housing, Blower 

134-2256 

1 

Housing, Cylinder Air - Rear 

308-0007 

1 

Switch, Ignition 

308-0198 

1 

Switch, Start 

323-1043 

1 

Jumper, Terminal - Start 



Switch 

517-0021 

1 

Plug, Dot Button - Housing 
(7/8" Hole) 

’17-0045 

1 

Plug, Dot Button - Housing 
(9/32" Hole) 

3t1-0177 

1 

Switch, Low Oil Pressure 





SPECIAL PARTS LIST FOR MODEL _JC-mf_ SPEC _ 2712V 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _ 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


QTY. 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTION 


Gas-Gasoline Fuel System 
Thermo-Magnetic Choke 
Charging Alternator (12 Volt) 

Twin Disc Clutch 

309-0177 1 Switch, Low Oil Pressure 

110-0879 8 Screw, Cap - Clutch Mounting 

502-0020 1 Elbow, Street - Fuel Pump 

Inlet 

504-0007 1 Valve, Shut-Off - Fuel Pump 

Inlet 

306- 0195 1 Bracket, Starter Solenoid 

307- 1031 1 Solenoid, Starter 

150-1199 1 Stud, Governor Adjusting 

150-1110 1 Bracket Assembly, Governor 

134-1785 1 Cover, Cylinder Air Housing 

134-1178 1 Grille, Blower Housing 

517-0108 2 Plug, Blower Housing - 

Plastic (1-1/16") 

167-1596 3 Cable, Spark Plug (15") 

167-1595 1 Cable, Spark Plug (25") 

167-1426 1 Cable, Coil To Distributor 

134-2255 1 Housing, Blower 

134-2256 1 Housing, Cylinder Air - Rear 

308- 0007 1 Switch, Ignition 

308-0198 1 Switch, Start 

332-1043 1 Jumper, Terminal - Start 

Switch 

517-0021 1 Plug, Dot Button - Housing 

(7/8" Hole) 

517-0045 1 Plug, Dot Button - Housing 

(9/32" Hole) 





SPECIAL PARTS LIST FOR MODEL _ JC-MS _ SPEC _ 2713V 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _ 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

- 1 - 1 — i - 1 - 


Gas-Gasoline Fuel System 
Thermo-Magnetic Choke 
Charging Alternator (12 Volt) 


502-0020 

1 

Elbow, Street - Fuel Pump 
Inlet 

504-0007 

1 

Valve, Shut-Off - Fuel Pump 
Inlet 

306-0195 

1 

Bracket, Starter Solenoid 

307-1031 

1 

Solenoid, Starter 

150-1199 

1 

Stud, Governor Adjusting 

150-1110 

1 ' 

Bracket Assembly, Governor 

134-1785 

1 

Cover, Cylinder Air Housing 

134-1178 

1 

Grille, Blower Housing 

517-0108 

2 

Plug, Blower Housing - 
Plastic (1-1/16") 

167-1596 

3 

Cable, Spark Plug (15") 

167-1595 

1 

Cable, Spark Plug (25") 

167-1426 

1 

Cable, Coil To Distributor 

134-2255 

1 

Housing, Blower 

134-2256 

1 

Housing, Cylinder Air - Rear 

308-0007 

1 

Switch, Ignition 

308-0198 

1 

Switch, Start 

332-1043 

1 

Jumper, Terminal - Start 
Switch 

517-0021 

1 

Plug, Dot Button - Housing 
(7/8" Hole) 

517-0045 

1 

Plug, Dot Button - Housing 
(9/32" Hole) 

309-0177 

1 

Switch, Low Oil Pressure 

503-0446 

1 

Clamp, Hose - Gas Fuel 

104-0400 

1 

Crankshaft 


309-0177 

503-0446 

104-0400 


SPECIAL PARTS LIST FOR MODEL _JC^ms_ SPEC _2727V. 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _ 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


QTY. 


DESCRIPTION 


PART NO. 


QTY. 


DESCRIPTION 


Variable Speed Governor Control - Two Spring 
(1,200 To 2,400 RPM) 

Carburetor Air Heater 


104-0572 

104-0423 

104-0557 

134-1431 

134-0988 

103- 0277 
309-0177 
502-0020 

504-0007 

306- 0195 

307- 1031 
150-1082 
167-1596 
167-1595 
167-1426 
134-1433 
134-2256 

308- 0007 
308-0198 
332-1043 

517-0021 

517-0045 

134-1109 

134-1337 

134-1434 

134-1472 

104- 0528 
134-1435 
134-1429 
134-1521 

134-3081 

134-1428 

134-1430 

134-1427 


Flywheel (Includes Ring Gear 
And Hub) 

Gear, Ring - Flywheel 
Hub, Flywheel 
Wheel, Blower 
Plate, Blower Wheel 
Cover Assembly, Gear 
Switch, Low Oil Pressure 
Elbow, Street - Fuel Pump 
Inlet 

Valve, Shut-Off - Fuel Pump 
Inlet 

Bracket, Starter Solenoid 
Solenoid, Starter 
Stud, Governor Adjusting 
Cable, Spark Plug (15") 
Cable, Spark Plug (25") 
Cable, Coil To Distributor 
Housing, Blower 
Housing, Cylinder Air - Rear 
Switch, Ignition 
Switch, Start 
Jumper, Terminal - Start 
Switch 

Plug, Dot Button - Housing 
(7/8" Hole) 

Plug, Dot Button - Housing 
(9/32" Hole) 

Shroud, Cylinder - Front 
Shroud, Cylinder - Rear 
Cover, Cylinder Shroud 
Panel, Cylinder Air 
Pointer, Timing 
Wrapper, Cylinder Shroud 
Bracket, Cylinder Shroud 
Scroll, Air Outlet 
(Includes Guard) 

Guard, Scroll Air Outlet 
Baffle, Air*- Rear 
Baffle, Air - Center 
Baffle, Air - Front 


134-1415 

134-0944 

150-0919 

150-1106 

140-0892 


503-0477 

503-0039 

133- 0187 

134- 1085 


Cover, Governor Linkage 
Access Hole 

Spring, Cylinder Shroud 
Wrapper 

Spring, Governor Control 
Bracket Assembly, Governor 
Kit, Carburetor Air 
Heater (Refer To 
Optional Air Heater 
For Components, Except 
Parts Marked *) 

*Hose, Control To Air Clean 
*Hose, Adapter To Control 
*Adapter, Hose - Housing 
Support, Blower Housing 
And Grille 





SPECIAL PARTS LIST FOR MODEL 


.TOMS 


SPEC 


28 .QaL 


FOR STANDARD PARTS REFER TO CATALOG. 


96 7- 046 2 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


QTY. 


DESCRIPTION 


PART NO. 


QTY. 


DESCRIPTION 


High Air Temperature Cut Off 
Thermo-Magnetic Choke 
Charging Alternator (12 Volt) 


502-0281 

309-0177 

502-0020 

504-0007 

306- 0195 

307- 1031 
150-1199 
150-1110 
134-1785 
134-1178 
517-0108 

167-1596 

167-1595 

167-1426 

134-2255 

134-2256 

308- 0007 
308-0198 
332-1043 

517-0021 

517-0045 

140-0645 


2 Connector, Inverted Male - 
Oil Line To Cylinder Head 
1 Switch, Low Oil Pressure 

1 Elbow, Street - Fuel Pump 

Inlet 

1 Valve, Shut-Off - Fuel Pump 
Inlet 

1 Bracket, Starter Solenoid 
1 Solenoid, Starter 

1 Stud, Governor Adjusting 
1 Bracket Assembly, Governor 
1 Cover, Cylinder Air Housing 

1 Grille, Blower Housing 

2 Plug, Blower Housing - 

Plastic (1-1/16") 

3 Cable, Spark Plug (15") 

1 Cable, Spark Plug (25") 

1 Cable, Coil To Distributor 
1 Housing, Blower 

1 Housing, Cylinder Air - Rear 

1 Switch, Ignition 

1 Switch, Start 

1 Jumper, Terminal - Start 
Switch 

1 Plug, Dot Button - Housing 
(7/8" Hole) 

1 Plug, Dot Button - Housing 
(9/32" HoliT^ 

1 Adapter, Air Cleaher To 
Carburetor Air Inlet 


Parts Not Furnished By Onan 
Air Cleaner 


Marrh 1 \QrTCr 


l 


_ A 


1 


SPECIAL PARTS LIST FOR MODEL _ JC-ms _ SPEC _ 2835V 

FOR STANDARD PARTS REFER TO CATALOG 967-046?. KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


FOR STANDARD PARTS REFER TO 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

- T -— T ---r 

Carburetor Air Heater 
Thermo-Magnetic Choke 
Air Outlet Duct 

502-0281 2 Connector, Inverted Male - 

Oil Line To Cylinder Head 
502-0020 1 Elbow, Street - Fuel Pump 

Inlet 

504-0007 1 Valve, Shut-Off - Fuel Pump 

Inlet 

306- 0195 1 Bracket, Starter Solenoid 

307- 1031 1 Solenoid, Starter 

103-0277 1 Cover Assembly, Gear 

150-1199 1 Stud, Governor Adjusting 

150-1110 1 Bracket Assembly, Governor 

134-1785 1 Cover, Cylinder Air Housing 

134-1178 1 .Grille, Blower Housing 

517-0108 2 Plug, Blower Housing - 

Plastic (1-1/16") 

167-1596 3 Cable, Spark Plug (15") 

167-1595 1 Cable, Spark Plug (25") 

167-1426 1 Cable, Coil To Distributor 

103-0277 1 Cover Assembly, Gear 



SPECIAL PARTS LIST FOR MODEL _ JB-ms _ SPEC _3011T_ 

FOR STANDARD PARTS REFER TO CATALOG __2£Z=jcl4£l2__ KEY NO. _& 

OPTIONAL GROUPS IN CATALOG ARE LI STED BY GROUP NO. BELOW WHEN USED. _ 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

-1-1—I-1 


High Compression Pistons 
Gas Fuel System 

Variable Speed Governor Control - Two Spring 
(1,200 To 2,400 RPM) 

Charging Alternator (12 Volt) 

Starter Solenoid 


306-0196 

191-0918 


312-0099 

304-0060 

304-0292 

304-0014 

134-2242 

134-1178 

517-0108 

502-0274 

309-0177 

134-2256 

308-0007 

308-0198 

332-1043 

517-0021 


1 Bracket, Starter Solenoid 

1 Stator Assembly, Alternator 

(Refer To Optional Stator 
Assembly For Components) 

1 Capacitor (.10 Mfd.) 

1 Resistor, Fixed (1.72 Ohm, 

25 Watt) 

1 Insulator, Fixed Resistor 

2 Washer, Centering - Fixed 

Resistor 

1 Housing, Blower 

1 Grille, Blower Housing 

1 Plug, Grille - Plastic 

(1-1/16") 

1 Connector, Oil Line To 

Cylinder Head 

1 Switch, Low Oil Pressure 

1 Housing, Cylinder Air - 

Rear 

1 Switch, Toggle - Ignition 

1 Switch, Start 

1 Jumper, Start Switch 

1 Plug* Dot Button - Rear Air 

Housing (7/8" Hole) 

Plug, Dot Button - Rear Air 
Housing (9/32" Hole) 


517-0045 


2 


SPECIAL PARTS LIST FOR MODEL _ JC-ms _ SPEC _ 3134V 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _ 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

! I I ' I 


Variable Speed Governor Control - Two Spring 
(1,200 To 2,400 RPM) 

Thermo-Magnetic Choke 
Charging Alternator (12 Volt) 

Carburetor Air Heater 


502-0020 

504-0007 

306- 0195 

307- 1031 
150-1199 
134-1785 
134-1178 
517-0108 

167-1596 

167-1595 

167-1426 

134-2253 

134-2256 

308- 0007 
308-0198 
323-1043 

517-0021 


1 Elbow, Street - Fuel Pump 
Inlet 

1 Valve, Shut-Off - Fuel Pump 
Inlet 

1 Bracket, Starter Solenoid 
1 Solenoid, Starter 

1 • Stud, Governor Adjusting 
1 Cover, Cylinder Air Housing 

1 Grille, Blower Housing 

2 Plug, Blower Housing - 

Plastic (1-1/16") 

3 Cable, Spark Pljug (15") 

1 Cable, Spark Plug (25") 

1 Cable, Coil To Distributor 
1 Housing, Blower 

1 Housing, Cylinder Air - Rear 

1 Switch, Ignition 

1 Swit_\, Start 

1 Jumper, Terminal - Start 
Switch 

1 Plug, Dot Button - Housing 

(7/8" Hole) 

2 Plug, Dot Button - Housing 

(9/32" Hole) 


517-0045 


SPECiAL PARTS LIST FOR MODEL 


j^-MS 


SPEC 


3215V 


FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. —C_ 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. 

QTY. 

DESCRIPTION 

Low Oil Pressure 

Cut Off 

I 

502-0281 

2 

1 

Connector, Inverted Male - 

Variable Speed Governor Control - Two Spring 



Oil Line To Cylinder Head 

(1,200 To 

2,400 RPM) 

140-0892 

1 

Kit, Carburetor Air Heater 

Carburetor 

Air Heater 



(Refer To Optional Air 






Heater For Components, 

104-0572 

1 

Flywheel (Includes Ring Gear 



Except Parts Marked *) 



And Hub 

503-0477 

1 

*Hose, Control To Air Cleane: 

104-0^23 

1 

Gear, Ring - Flywheel 

503-0039 

1 

*Hose, Adapter To Control 

104-0557 

1 

Hub, Flywheel 

133-0187 

1 

^Adapter, Hose - Housing 

134-1431 

1 

Wheel, Blower 

191-0496 

1 

Plate, Centrifugal Switch 

134-0988 

1 

Fiate, Blower Wheel 

309-0134 

1 

Switch, Centrifugal 

103-0277 

1 

Cover Assembly, Gear 

309-0152 

1 

Plunger, Centrifugal Switch 

502-0020 

1 

Elbow, Street - Fuel Pump 

160-0382 

1 

Diaphragm, Centrifugal Swit 



Inlet 

160-0720 

1 

Spacer, Control - Centrifug; 

504-0007 

1 

Valve, Shut-Off - Fuel Pump 



Switch 



Inlet 

160-0721 

1 

Gasket, Switch Plate 

306-0195 

1 

Bracket, Starter Solenoid 

191-0392 

1 

Cover, Centrifugal Switch 

307-1031 

1 

Solenoid, Starter 



Plate 

167-1596 

3 

Cable, Spark Plug (15") 

191-0388 

1 

Control Assembly, Centrifug. 

167-1595 

1 

Cable, Spark Plug (25") 



Switch (Includes Weight 

167-1426 

1 

Cable, Coil To Distributor 



Springs) 

134-3328 

1 

Housing, Blower 

160-0711 

2 

Spring, Weight - Centrifuga 

134-1109 

1 

Shroud, Cylinder - Front 



Switch Control 

134-1337 

1 

Shroud, Cylinder - Rear 

160-0806 

1 

Disc, Thrust Plunger - 

134-1434 

1 

Cover, Cylinder Shroud 



Centrifugal Switch 

134-1472 

1 

Panel, Cylinder Air 

160-0774 

1 

Plunger, Control - Centrlfu 

104-0528 

1 

Pointer, Timing 



Switch 

134-1435 

1 

Wrapper, Cylinder Shroud 

160-0773 

1 

Spring, Plunger - Centrifug 

134-1429 

1 

Bracket, Cylinder Shroud 



Switch Control 

134-1521 

1 

Scroll, Air Outlet 

338-0261 

1 

Harness, Wiring - Coil To 



(Includes Guard) 



Centrifugal Switch 

134-3081 

1 

Guard, Scroll Axr Outlet 

320-0104 

1 

Relay, Emergency Start 

134-1428 

1 

Baffle, Air - Rear 

304-0217 

1 

Resistor, Fixed (1 Ohm, 

134-1430 

1 

Baffle, Air - Center 



10 Watt) 

134-1427 

1 

Baffle, Air - Front 




134-1415 

1 

Cover, Governor Linkage 






Access Hole 




134-0944 

4 

Spring, Cylinder Shroud 






Wrapper 




L34-1085 

1 

Support, Blower Housing And 






Grille. _ 




517-0021 

1 

FiugTDot Button - Air Scroll 






(7/8" Hole) 




517-0112 

1 

Plug, Blind - Air Scroll 






(1" Hole) 




L50-0919 

1 

Spring, Governor Control 




150-1106 

1 

Bracket Assembly, Governor 




L50-1082 

1 

Stud, Governor Adjusting 

/ 

/ 
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SPECIAL PARTS LIST FOR MODEL _ JC-MS SPEC _3240V_ 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _C. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

-1-1 — I - 1 " 


Gas Fuel System 

Variable Speed Governor Control - Two Spring 
(1,200 To 2,400 RPM) 

High Air Temperature Cut Off 
Charging Alternator (12 Volt) 


306- 0195 

307- 1031 
150-1199 
134-1785 
134-1178 
517-0108 

167-1596 

167-1595 

167-1426 

134-2253 


1 Bracket, Starter Solenoid 

1 Solenoid, Starter 

1 Stud, Governor Adjusting 

1 Cover, Cylinder Air Housing 
1 Grille, Blower Housing 

1 Plug, Blower Housing - 

Plastic (1-1/16") 

3 Cable, Spark Plug (15") 

1 Cable, Spark Plug (25") 

1 Cable, Coil To Distributor 

1 Housing, Blower 


w\ 


-t. 1 


-i n *7 r% 


1 



3243V 


SPECIAL PARTS LIST FOR MODEL ___ JG-ms _ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _ 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. QTY. 

DESCRIPTION 

-1 

Variable Speed Governor Control - Two Spring 

1 ! 


(1,200 

To 2,400 RPM) 



Gas Fuel System 




Charging 

Alternator (12 Volt) 



309-0177 

1 

Switch, Low Oil Pressure 



306-0195 

1 

Bracket, Starter Solenoid 



307-1031 

1 

Solenoid, Starter 



150-1199 

1 

Stud, Governor Adjusting 



134-1785 

1 

Cover, Cylinder Air Housing 



134-1178 

1 

Grille, Blower Housing 



517-0108 

1 

Plug, Blower Housing - 





Plastic (1-1/16") 



167-1596 

3 

Cable, Spark Plug (15") 



167-1595 

1 

Cable, Spark Plug (25") 



167-1426 

1 

Cable, Coil To Distributor 



134-2253 

1 

Housing, Blower 



134-2256 

1 

Housing, Cylinder Air - Rear 



308-0007 

1 

Switch, Ignition 



308-0198 

1 

Switch, Start 



332-1043 

1 

Jumper, Terminal - Start 





Switch 



517-0021 

1 

Plug, Dot Button - Housing 





(7/8" Hole) 



517-0045 

1 

Plug, Dot Button - Housing 





(9/32" Hole) 




SPECIAL PARTS LIST FOR MODEL_ JC-ms _ SPEC _3248V_ 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _ C 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. 

QTY. 

DESCRIPTION 

Carburetor 

-1 - 

Air Heater 


i i 




193-0108 

502-0053 

502-0020 

504-0007 

306- 0195 

307- 1031 
103-0277 
150-1199 
150-1110 
134-1785 
134-1178 
517-0108 

167-1596 

167-1595 

167-1426 


1 Sender, Oil Pressure 

1 Elbow, Street - Oil Pressure 
Sender (45°) 

1 Elbow, Street - Fuel Pump 

Inlet 

1 Valve, Shut-Off - Fuel Pump 
Inlet 

1 Bracket, Starter Solenoid 

1 Solenoid, Starter 

1 Cover Assembly, Gear 

1 Stud, Governor Adjusting 

1 Bracket Assembly, Governor 

1 Cover, Cylinder Air Housing 
1 Grille, Blower Housing 

1 Plug, Blower Housing - 

Plastic (1-1/16") 

3 Cable, Spark Plug (15") 

1 Cable, Spark Plug (25") 

1 Cable, Coil To Distributor 


March 1. 1979 
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SPECiAL PARTS LIST FOR MODEL _ JC-MS _ SPEC _ 3334V_ 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _£L 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

- 1 -— i-1- 

Gas Fuel System 

Charging Alternator (12 Volt) 


306- 0195 

307- 1031 
150-1199 
150-1110 
134-1785 
134-1178 
517-0108 

167-1596 

167-1595 

167-1426 

134-2255 

134-2256 

308- 0007 
308-0198 
332-1043 

517-0021 

517-0045 


1 Bracket, Starter Solenoid 
1 Solctioi d. Starter 

1 Stud, Governor Adjusting 
1 Bracket Assembly, Governor 
1 Cover, Cylinder Air Housing 

1 Grille, Blower Housing 

2 Plug, Blower Housing - 

Plastic (1-1/16") 

3 Cable, Spark Plug (15") 

1 Cable, Spark Plug (25") 

1 Cable, Coil To Distributor 
1 Housing, Blower 

1 Housing, Cylinder Air - Rear 

1 Switch, Ignition 

1 Switch, Start 

1 Jumper, Terminal - Start 
Switch 

1 Plug, Dot Button - Housing 
(7/8" Hole) 

1 Plug, Dot Button - Housing 
(9/32" Hole) 


Mor*r»h 1 


1 Q7Q 


1 


1 


SPECIAL PARTS LIST FOR MODEL _ _ JC-MS _ SPEC _ 3381V 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _ 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Variable Speed Governor Control - Two Spring 
(1,200 To 2,400 RPM) 

Air Outlet Duct 

Charging Alternator (12 Volt) 

Carburetor Air Heater 


502-0020 

504-0007 

306- 0195 

307- 1031 
150-1199 
134-1785 
134-1178 
517-0108 

167-1596 

167-1595 

167-1426 

134-2253 

134-2256 

308- 0007 
308-0198 
332-1043 

517-0021 

517-0045 


1 Elbow, Street - Fuel Pump 
Inlet 

1 Valve, Shut-Off - Fuel Pump v 
Inlet 

1 Bracket, Starter Solenoid 
1 Solenoid, Starter 

1 Stud, Governor Adjusting 
1 Cover, Cylinder Air Housing 

1 Grille, Blower Housing 

2 Plug, Blower Housing - 

Plastic (1-1/16") 

3 Cable, Spark Plug (15") 

1 Cable, Spark Plug (25") 

1 Cable, Coil To Distributor 
1 Housing, Blower 

1 Housing, Cylinder Air - Rear 

1 Switch, Ignition 

1 Switch, Start 

1 Jumper, Terminal - Start 
Switch 

1 Plug, Dot Button - Housing 

(7/8" Hole) 

2 Plug, Dot Button - Housing 

(9/32" Hole) 

2 Connector, Inverted Male — 
Oil Line To Cylinder Head 


502-0281 


SPECiAL PARTS LIST FOR MODEL _ JB-MS _ SPEC _ 3432T 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _b. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

- 1 - 1 — i - 1 - 


Gas Fuel System 

High Compression Pistons 

Variable Speed Governor Control - Two Spring 
(1,200 To 2,400 RPM) 

Charging Alternator (12 Volt) 

Starter Solenoid 


306-0196 1 
191-0918 1 


312-0099 1 
304-0060 1 

304-0292 1 
304-0014 2 

134-2242 1 
134-1178 1 
517-0108 1 

191-0409 1 
104-0423 1 
502-0274 1 

134-2256 -1 
308-0007 1 
308-0198 1 
332-1043 1 
517-0021 1 

517-0045 2 


Bracket, Starter Solenoid 
Stator Assembly, Alternator 
(Refer To Optional Stator 
Assembly For Components) 
Capacitor (.10 Mfd.) 
Resistor, Fixed (1.72 Ohm, 

25 Watt) 

Insulator, Fixed Resistor 
Washer, Centering - Fixed 
Resistor 
Housing, Blower 
Grille, Blower Housing 
Plug, Grille - Plastic 
(1-1/16") 

Flywheel (Includes Ring Gear) 
Gear, Ring - Flywheel 
Connector, Oil Line To 
Cylinder Head 

Housing, Cylinder Air - Rear 
Switch, Toggle - Ignition 
Switch, Start 
Jumper, Start Switch 
Plug, Dot Button - Rear Air 
Housing (7/8" Hole) 

Plug, Dot Button - Rear Air 
Housing (9/32" Hole) 


Mn rnFi 


1 


1 Q7Q 


1 


1 



SPECIAL PARTS LIST FOR MODEL _ JC-mf _ SPEC _ M251 - 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _ c 

OPTIONAL GROUPS IN CATALOG ARE LIS TED BY GROUP NO. BELOW WHEN USED. _ 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

-,- -i— i-1 ' 


Variable Speed Governor Control - Two Spring 
(1,200 To 2,400 RPM) 

Charging Alternator (12 Volt) 

Air Discharge Shutter 
Thermo-Magnetic Choke 
Twin Disc Clutch 
High Air Temperature Cut Off 


309-0177 

193-0108 

502-0058 

140-0645 

191-0918 


502-0020 

504-0007 

306- 0195 

307- 1031 
150-1199 
134-1785 
134-1178 
517-0108 

167-1596 

167-1595 

167-1426 

134-2253 

134-2256 

308- 0007 
308-0198 
332-1043 

517-0021 

517-0045 


1 Switch, Low Oil Pressure 

1 Sender, Oil Pressure 

1 Tee, Street - Oil Pressure 

Sender 

1 Adapter, Air Cleaner To 

Carburetor Inlet 
1 Stator Assembly, Alternator 

(Refer To Optional Stator 
Assembly For Components) 

1 Elbow, Street - Fuel Pump 

Inlet 

1 Valve, Shut-Off - Fuel Pump 

Inlet 

1 Bracket, Starter Solenoid 

1 Solenoid, Starter 

1 Stud, Governor Adjusting 

1 Cover, Cylinder Air Housing 

1 Grille, Blower Housing 

2 Plug, Blower Housing - 

Plastic (1-1/16") 

3 Cable, Spark Plug (15") 

1 Cable, Spark Plug (25") 

1 Cable, Coil To Distributor 

1 Housing, Blower 

1 Housing, Cylinder Air - Rear 

1 Switch, Ignition 

1 Switch, Start 

1 Jumper, Terminal - Start 

Switch 

1 Plug, Dot Button - Housing 

(7/8" Hole). 

1 Plug, Dot Button - Housing 

(9/32" Hole) 
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SPECIAL PARTS LIST FOR MODEL _ JC-MS _ SPEC _ 3MM 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _ q 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

[PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

,--- 1 - 1 - 1 -- 


Two Speed Governor Control - Two Spring 
(1,200 To 2,400 RPM) 

High Air Temperature Cut Off 
Charging Alternator (12 Volt) 

Carburetor Air Heater 


502-0020 

504-0007 

306- 0195 

307- 1031 
502-0281 

510-0046 

309-0177 

150-1199 

134-1785 

134-1178 

517-0108 

167-1596 

167-1595 

167-1426 

134-3629 

134-2256 

308- 0007 
308-0198 
332-1043 

517-0021 

517-0045 


1 Elbow, Street - Fuel Pump 

Inlet 

1 Valve, Shut-Off - Fuel Pump 
Inlet 

1 Bracket, Starter Solenoid 

1 Solenoid, Starter 

2 Connector, Inverted Male - 

Oil Line To Cylinder Head 
5 Ball, Fly - Governor 

1 Switch, Low Oil Pressure 

1 Stud, Governor Adjusting 

1 Cover, Cylinder Air Housing 

1 Grille, Blower Housing 

2 Plug, Blower Housing - 

Plastic (1-1/16") 

3 Cable, Spark Plug (15") 

1 Cable, Spark Plug (25") 

1 Cable, Coil To Distributor 

1 Housing, Blower 

1 Housing, Cylinder Air - Rear 

1 Switch, Ignition 

1 Switch, Start 

1 Jumper, Terminal - Start 

Switch 

1 Plug, Dot Button — Housing 

(7/8" Hole) 

1 Plug, Dot Button - Housing 

(9/32" Hole) 


_t_ 1 


1 mn 




SPECIAL PARTS LIST FOR MODEL _ JC-MF _ SPEC _ 3503V 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _C 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

-1-—i-1-: 

Variable Speed Governor Control - Two Spring 
(1,200 To 2,400 RPM) 

Charging Alternator (12 Volt) 

Air Discharge Shutter 
Thermo-Magnetic Choke 
Twin Disc Clutch 
High Air Temperature Cut Off 


309-0177 

1 

Switch, Low Oil Pressure 

502-0281 

2 

Connector, Inverted Male - 
Oil Line To Cylinder Head 

140-0645 

1 

Adapter, Air Cleaner To 
Carburetor Inlet 

191-0918 

1 

Stator Assembly, Alternator 
(Refer To Optional Stator 
Assembly For Components) 

502-0020 

1 

Elbow, Street - Fuel Pump 
Inlet 

504-9007 

1 

Valve, Shut-Off - Fuel Pump 
Inlet 

306-0195 

1 

Bracket, Starter Solenoid 

307-1031 

1 

Solenoid, Starter 

150-1199 

1 

Stud, Governor Adjusting 

134-1785 

1 

Cover, Cylinder Air Housing 

134-1178 

1 

Grille, Blower Housing 

517-01C8 

2 

Plug, Blower Housing - 
Plastic (1-1/16") 

167-1596 

3 

Cable, Spark Plug (15") 

167-1595 

1 

Cable, Spark Plug (25") 

167-1426 

1 

Cable, Coil To Distributor 

134-2253 

1 

Housing, Blower 

134-2256 

1 

Housing, Cylinder Air - Rear 

308-0007 

1 

Switch, Ignition 

308-0198 

1 

Switch, Start 

332-1043 

1 

Jumper, Terminal - Start 
Switch 

517-0021 

1 

Plug, Dot Button - Housing 


(7/8" Hole) 


517-0021 



SPECIAL PARTS LIST FOR MODEL _ JC-ms _ SPEC _ 356 3V __ 

FOR STANDARD P ARTS REFER TO CATALOG 967-0462 KEY NO. _ 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

_._ i _______—- 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

- f --1—i l — 


Air Outlet Duct 

Charging Alternator (12 Volt) 

Carburetor Air Heater 


502-0020 

504-0007 

306- 0195 

307- 1031 
150-1199 
150-1110 
134-1785 
134-1178 
517-0108 

167-1596 

167-1595 

167-1426 

134-2255 

134-2256 

308- 0007 
308-0198 
332-1043 

517-0021 

517-0045 


1 Elbow, Street - Fuel Pump 

Inlet 

1 Valve, Shut-Off - Fuel Pump 

Inlet 

1 Bracket, Starter Solenoid 

1 Solenoid, Starter 

1 Stud, Governor Adjusting 

1 Bracket Assembly, Governor 

1 Cover, Cylinder Air Housing 

1 Grille, Blower Housing 

2 Plug, Blower Housing - 

Plastic (1-1/16") 

3 Cable, Spark Plug (15") 

1 Cable, Spark Plug (25") 

1 Cable, Coil To Distributor 

1 Housing, Blower 

1 Housing, Cylinder Air - Rear 

1 Switch, Ignition 

1 Switch, Start 

1 Jumper, Terminal - Start 

Switch 

1 Plug, Dot Button - Housing 

(7/8" Hole) 

2 Plug, Dot Button - Housing 
(9/32" Hole) 

Connector, Inverted Male - 
Oil Line To Cylinder Head 


502-0281 


2 


SPECIAL PARTS LIST FOR ^lODEL _ .tc-mf _ SPEC _ 35TSJ 

FOR STANDARD PARTS REFER TO CATALOG SL£L=sm2 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Thermo-Magnetic 

1- 

Choke 

Charging Alternator (12 Volt) | 

104-0460 

1 

Crankshaft 

502-0281 

2 

Connector, Inverted Male - 
Oil Line To Cylinder Head 

309-0177 

1 

Switch, Low Oil Pressure 

193-0108 

1 

Sender, Oil Pressure 

502-0058 

1 

Tee, Street - Oil Pressure 
Sender 

140-0645 

1 

Adapter, Air Cleaner To 
Carburetor Inlet 

191-0918 

1 

Stator Assembly, Alternator 
(Refer To Optional Stator 
Assembly For Components) 

502-0020 

1 

Elbow, Street - Fuel Pump 

Inlet 

504-0007 

1 

Valve, Shut-Off - Fuel Pump 
Inlet 

306-0195 

1 

Bracket, Starter Solenoid 

307-1031 

1 

Solenoid, Starter 

150-1199 

1 

Stud, Governor Adjusting 

150-1110 

1 

Bracket Assembly, Governor 

134-1785 

1 

Cover, Cylinder Air Housing 

134-1178 

1 

Grille, Blower Housing 

517-0108 

2 

Plug, Blower Housing - 
Plastic (1-1/16") 

167-1596 

3 

Cable, Spark Plug (15") 

167-1595 

1 

Cable, Spark Plug (25") 

167-1426 

1 

Cable, Coil To Distributor 

134-2255 

1 

Housing, Blower 

134-2256 

1 

Housing, Cylinder Air - Rear 

308-0007 

1 

Switch, Ignition 

308-0198 

1 

Switch, Start 

332-1043 

1 

Jumper, Terminal - Start 

Switch 

517-0021 

1 

Plug, Dot Button - Housing 
(7/8" Hole) 

517-0045 

2 

Pljg, Dot Button - Housing 
(9/32" Hole) 

190-0251 

1 

Housing, Clutch 

190-0253 

1 

Flange, Adapter - Clutch 

190-0254 

1 

Washer, Flac - Adapter Flange 

515-0006 

1 

Key, Woodruff - Adapter 

Flange 


\M -I 


1 a-ta 



SPECIAL PARTS LIST FOR MODEL _ JC-ms _ SPEC _ 3700V 


FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _ 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

-,-.—i-1 


Two Speed Governor Control - Two Spring ' 
(1,200 To 2,400 RPF) 

Charging Alternator (12 Volt) 

Carburetor Air Heater 


502-0020 1 

504-0007 1 

306- 0195 1 

307- 1031 1 

150-1199 1 

134-1785 1 

134-1178 1 

517-0108 2 

167-1596 3 

167-1595 1 

167-1426 1 

134-2253 1 

134-2256 1 

308- 0007 1 

308-0198 1 

332-1043 1 

517-0021 1 

517-0045 1 

502-0281 2 


Elbow, Street - Fuel Pump 
Inlet 

Valve, Shut-Off - Fuel Pump 
Inlet 

Bracket, Starter Solenoid 
Solenoid, Starter 
Stud, Governor Adjusting 
Cover, Cylinder Air Housing 
Grille, Blower Housing 
Plug, Blower Housing - 
Plastic (1-1/16") 

Cable, Spark Plug (15") 
Cable, Spark Plug (25") 
Cable, Coil To Distributor 
Housing, B3ewer 
Housing, Cylinder Air - Rear 
Switch, Ignition 
Switch, Start 
Jumper, Terminal - Start 
Switch 

Plug, Dot Button - Housing 
(7/8" Hole) 

Plug, Dot Button - Housing 
(9/32" Hole) 

Connector, Inverted Male - 
Oil Line To Cylinder Head 
Switch, Low Oil Pressure 
Bracket, Governor Adjusting 
Bracket, Governor Mounting 


309-0177 

150-1697 

150-1702 


1 

1 

1 


SPECIAL PARTS LIST FOR MODEL _ JC-m _ SPEC _3711V- 

FOR STANDARD PARTS REFER TO CATALOG 967-0462 KEY NO. _c 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 



Two Speed Governor Control - Two Spring 
(1,200 To 2,400 RPM) 

Low Oil Pressure Cut Off 
Carburetor Air Heater 

104-0572 1 Flywheel (Includes Ring Gear 

And Hub) 

104-0423 1 Gear, Ring - Flywheel 

104-0557 1 Hub, Flywheel 

134-1431 1 Wheel, Blower 

134-0988 1 Plate, Blower Wheel 

103- 0277 1 Cover Assembly, Gear 

502-0020 1 Elbow, Street - Fuel Pump 

Inlet 

504-0007 1 Valve, Shut-Off - Fuel Pump 

Inlet 

306- 0195 1 Bracket, Starter Solenoid 

307- 1031 1 Solenoid, Starter 

167-1596 3 Cable, Spark Plug (15") 

167-1595 1 Cable, Spark Plug (25") 

167-1426 1 Cable, Coil To Distributor 

134-3328 1 Housing, Blower 

134-1109 1 Shroud, Cylinder - Front 

134-1337 1 Shroud, Cylinder - Rear 

134-1434 1 Cover, Cylinder Shroud 

134-1472 1 Panel, Cylinder Air 

104- 0528 1 Pointer, Timing 

134-1435 1 Wrapper, Cylinder Shroud 

134-1429 1 Bracket, Cylinder Shroud 

134-1521 1 Scroll, Air Outlet 

(Includes Guard) 

134-3081 1 Guard, Scroll Air Outlet 

134-1428 1 Baffle, Air - Rear 

134-1430 1 Baffle, Air - Center 

134-1427 1 Baffle, Air - Front 

134-1415 1 Cover, Governor Linkage 

Access Hole 

134-0944 4 Spring, Cylinder Shroud 

Wrapper 

134-1085 1 Support, Blower Housing And 

Grille 

150-0919 1 Spring, Governor Control 

150-1106 1 Bracket Assembly, Governor 

150-1082 1 Stud, Governor Adjusting 

502-0281 2 Connector, Inverted Male - 

Oil Line To Cylinder Head 
140-0892 1 Kit, Carburetor Air Heater 

(Refer To Optional Air 
Heater For Components, 
Except Parts Marked *) 


503-0477 1 *Hose, Control To Air Cleans 

503-0039 1 *Hose, Adapter To Control 

133-0187 1 *Adapter, Hose - Housing 

191-0496 1 Plate, Centrifugal Switch 

309-0134 1 Switch, Centrifugal 

309-0152 1 Plunger, Centrifugal Switch 

160-0382 1 Diaphragm, Centrifugal 

Switch 

160-0720 1 Spacer, Control - Centrifug 

Switch 

160-0721 1 Gasket, Switch Plate 

191-0392 1 Cover, Centrifugal Switch 

Plate 

191-0388 1 Control Assembly, Centrifug 

Switch (Includes Weight 
Springs) 

160-0711 2 Spring, Weight - Centrifug* 

Switch Control 

160-0806 1 Disc, Thrust Plunger - 

Centrifugal Switch 

160-0774 1 Plunger, Control - Centrifu 

Switch 

160-0773 1 Spring, Plunger - Centrifug 

Switch Control 

338-0261 1 Harness, Wiring - Coil To 

Centrifugal Switch 

320-0104 1 Relay, Emergency Start 

304-0217 1 Resistor, Fixed (1 Ohm, 

10 Watt) 

150-1697 1 Bracket, Governor Adjusting 

150-1702 1 Bracket, Governor Mounting 
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